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HARYANA GOVT GAZ ., FEB . 11, 1997 (MAGH . 22 , 1918 SAKA ) 


( Pari I 


PUBLIC WORKS (B & R ) DEPARTMENT 

The 18th December , 1996 
No , 10 /55- B & R (E ) 4-96. - The Governor of Haryana is pleased to declare the result of Depart 
mental Examination of Sub -Divisional Engineer ( Electrical/Mechanical) held from 5th August , 1996 
to 6th August, 19:36 . 


S. No. 


Rumirky 


Name of SDE Mech . 

Engg . 
for 
Mecli. 
Engg . 
MM 
100 
Papur - 1 


Elect . Simple Simple Accounts 

Vival 
Engg . Mech . Elect , and office Voca . 
for Engg . Engg . procedure 
Elcct . for for 
Engg . , 

Elect. Mech , 
MM Ergg . Engg . 

MM 

MM 
100 MM - 50 MM -50 100 

50 
Paper - 2 Paper -3 Paper - 4 Paper - 5 Paper -6 


1 . 


18 F 


16 F 


25 F 


15 F 


Failed 


2 . 


69 P 


34 P 


63 P 


30 P 


Passed 


3 . 


64 P 


4 . 


Sh . Bhim Sen , 
SDE (Elect.) 
Sh . Kanwal 
Kishore , SDE 
(Elect ). 
Sh . Chandgi Rani, 
SDE (Elect .) 
Sh . Sanjcev Johar 
Bishnoi, SDE 
(Elcc .) 
Sh . V. K , Yadav, 
SDE (Elect. ) 
Sh . Gurminder 
Singh , SDE 
(Mech ). 


50 F 


5 . 


63 P 


6 . 


60 P 


32 P 27 F 32 P To re - appear in 

paper No. 5 . 
32 P 25 F 33 P To re -appear in 

paper No. 2 and 

5 . 
33 P 34 F 30 P To re- appear in 

Paper No. 5 . 
31 P Already Already Passed 

passed in passed in 
11/79. 11/79 . 

ANIL RAZDAN , 
Commissioner and Secretary to Government, Haryana, 

Public Works B & R Department, 
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